From boatanchors@theporch.com Sun Feb 19 10:58:32 1995 

Date: Sun, 19 Feb 1995 07:56:32 -0600 

Message-Id: <Pine.3.87.9502190630.A1213-0100000@agora.rdrop.com> 
From: Art Moe <artmoe@agora.rdrop.com> 

Subject: Forsale 


At yesterdays swap meet I got a two "GOODIES" that I don't need. They 
came in a box with things that I wanted and I had to take the whole box. 
So is there anyone who would like to buy either or both? 


1. E.F. Johnson SWR bridge with coupler. Verry good cond. and it works. 


2. Heathkit SBA-300-4 2mtr converter. Good cond. don't know if it works. 


73's 

Arthur Moe Oregon City, Or 

A.R.S. KB7WW 45-19-22 N 122-36-37 W  CN85 
artmoe@agora.rdrop.com At the end of the Oregon Trail 


From boatanchors@theporch.com Sun Feb 19 21:14:29 1995 
Date: Sun, 19 Feb 1995 18:18:57 -0600 

Message-Id: <9502200034.AA07778@kali> 

From: Andy Wallace <wallace@mc.com> 

Subject: Heath Rx crystal help 


OK, first off, I'm not going to say what rig this is, because the only 
filaments in it are for the dial lamps. <grin> Hold your rotten tomatoes! 


I have a Heath receiver which used to work on USB and LSB perfectly fine. 
I had it in storage for several years, and fired it up again last 

fall to listen to the ham nets... I try out 20 and can't hear anything 
right! The USB crystal is now oscillating somewhere near the frequency 
of the LSB one! 


Turning on the crystal calibrator, in LSB, I hear a beat note as I 
tune down from above; that's correct. However, in USB I am getting 
the same effect, except the zero-beat is about 2 kHz off compared 
to the LSB zero-beat. 


Unfortunately, I don't have a frequency counter, so I can't check 
the exact frequency. 


The LSB crystal is 3393.6 kHz, in parallel with 5 pF. The USB crystal 
should be 3396.4 kHz, in parallel with 2.2 pF. 


So evidently the USB crystal is now oscillating way too low. 


I resoldered the connections to the crystal and the (shh!) circuit 
board connections relating to the USB selection. I also disconnected 
one leg of the 2.2 pF cap -- no difference. 


I've heard that the Heath crystals weren't always the best quality. 
Could it just be that the crystal has gone sour? 


And since there's a cap in parallel, is this what's called a PARALLEL 
RESONANT CIRCUIT? 


Now, all I should have to do is appeal to any of you who just HAPPEN to 
have a 3396.4 kHz HC-6/U crystal in the junk box, or else call 
1-800-JAN-XTAL and order one for about $12. I'd like to know what to tell 
them about circuit details -- like if this really is a parallel resonant 
circuit, etc. I know they usually ask for model number, etc., so maybe 
they have a cross reference for this receiver. 


Any assistance gladly saved-to-disk! And don't flame me -- this could 
have happened in a tube rig, too, ya know! <grin> 


--Andy 


From boatanchors@theporch.com Sun Feb 19 19:32:21 1995 
Date: Sun, 19 Feb 1995 16:35:47 -0600 

Message-Id: <9502191752.ZM12490@eehp04> 

From: "Gregory Raven Redi" <ravengre@eehp04.comm.mot.com> 
Subject: HX-50A Need Info 


Greetings Boatanchorites- 


A friend has recently acquired a Hammurland HX-50A transmitter and is seeking a 
manual for it. This is a 1967 vintage AM/SSB transmitter. Apparently the 
manual for the HX-50 version is readily available from the usual sources of 
repro manuals, but the HX-50A is not. 


Any information on this transmitter would be appreciated, especially the 
differences between the HX-50 and the HX-50A. The owner is a long-time 
collector of BA receivers. He just earned his ham ticket and would like to 
rejuvenate the Hammurland box and get on the air. 


73, KF5N 


Regards, 
Greg Raven 


Renaissance Engineering 
egr002@email.mot.com 


From boatanchors@theporch.com Sun Feb 19 21:29:42 1995 
Date: Sun, 19 Feb 1995 18:40:50 -0600 

Message-Id: <9502200056.AA02794@red-eft.la.ca.us> 

From: "Hugh D. Stegman" <driver8@red-eft.la.ca.us> 
Subject: Re: Purpose of the list 


>Do we really want to read about guitar amps and organs? 


We don't have to! New group alt.guitar.amps has really taken off with some 
good nostalgia and technical stuff on these neat old sound machines. This 
list can concentrate on the artistic side of ham radio, i.e. BOAT ANCHORS. 


Hugh NV6H 
NV6Hugh. I'll keep my call. 


From boatanchors@theporch.com Sun Feb 19 17:59:43 1995 
Date: Sun, 19 Feb 1995 14:56:00 -0600 

Message-Id: <Chameleon.4.01.950219160803.dgibbs@> 

From: "R. Dennis Gibbs" <dgibbs@rational.com> 

Subject: Want to buy/trade HRO-60 coils 


Greetings all, 


IT am seeking HRO-60 coils AA, AB, and AD, and/or the matching dial 
scales for these coils. 


I am willing to buy them outright, or will trade an excellent HRO-60 'H' 
coil, or an HRO-60 crystal calibrator. 


Dennis Gibbs 
dgibbs@rational.com 


